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Copy lLaitcf 


mmUMtm TO* Director of Materiel, DPD 

SUBJ2CT * Replacement of Solid Door with Louvre- type Door 


1. Request the solid door presently installed in the Planning 
Room, Operations Branch (Room ShS), DPD, he replaced with a louvre- 
type door. 

2. For re ason s of security the door cannot be kept open at all 
, tines, and when closed, free circulation of air through the room is 
impeded, cresting a definite health haaard. 

3* If the above request is approved, further request the replace- 
ment door be equipped with a lock and key to penait securing the roc©. 
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